ST.  JOHN'S  (HOST)  U.C.C.  CHURCH 
BERNVILLE,   R.D.  2,  PA. 

First  Reformed  Church  west  of  the  Schuylkill 
River.  Congregation  was  organized  in  October 
1727.  Present  stone  building  was  erected  in  1775 
and  was  remodeled  in  1885.  Present  Sunday 
School  annex  was  erected  in  1955. 
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